From: 

Piro, Peter (DPH) 

Sent: 

Monday, March 07, 2011 9:34 AM 

To: 

Massif, Julianne (DPH); Fausett, Gary (DPH) 

Cc: 

Salemi, Charles (DPH) 

Subject: 

FW: morphine sulfate 


I don't know why it's taking months to resolve the Cardinal order. If we can't go directly with Cardinal for controls they 
just need to tell us. 

-Original Message- 

From: Danforth, Deborah (DPH) 

Sent: Monday, March 07, 2011 6:31 AM 
To: Piro, Peter (DPH) 

Subject: RE: morphine sulfate 

I don't know Helen hasn't spoken to me about any orders 

-Original Message- 

From: Piro, Peter (DPH) 

Sent: Friday, March 04, 2011 2:59 PM 
To: Danforth, Deborah (DPH) 

Subject: RE: morphine sulfate 

Isn't that what's happing when I bought heroin and hydrocodone from Sigma? Helen is working on that order. 

-Original Message- 

From: Danforth, Deborah (DPH) 

Sent: Friday, March 04, 2011 2:18 PM 
To: Piro, Peter (DPH); Fausett, Gary (DPH) 

Subject: RE: morphine sulfate 

I don't think we can get this from GSS. They would have to have a license to buy and a resale license to sell back to us. 

-Original Message- 

From: Piro, Peter (DPH) 

Sent: Friday, March 04, 2011 2:11 PM 

To: Fausett, Gary (DPH); Danforth, Deborah (DPH) 

Subject: RE: morphine sulfate 

If we're having trouble buying directly from Cardinal, I can try GSS. Just let me know if you're giving up on setting up the 
Cardinal account. JR seems to be able to get everything except List I and II Chemicals. For those, VWR took care of us. 

-Original Message- 

From: Fausett, Gary (DPH) 

Sent: Friday, March 04, 2011 1:47 PM 

To: Piro, Peter (DPH); Danforth, Deborah (DPH) 

Subject: FW: morphine sulfate 
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-Original Message- 

From: Riddell, Sandra P. [ mailto:Sandra.Riddell@state.ma.us 1 
Sent: Friday, March 04, 2011 12:56 PM 
To: Jill.Clemmer; Riddell, Sandra (POL) 

Cc: Brian.Putnam; Gary.Fausett; Paul.Servizio 
Subject: RE: morphine sulfate 

Jill: 

The Drug Lab supervisor said that we get drug standards through 
Cerilliant via GSS. 


Sandra Riddell 
Massachusetts State Police 
Forensic & Technology Center 
124 Acton Street 
Maynard, MA 01754 
tel: 978-451-3309 
fax: 978-451-3320 

-Original Message- 

From: Clemmer, Jill (DPH) [ mailto:JilLCIemmer@MassMail.State.MA.US ] 
Sent: Friday, March 04, 2011 10:19 AM 
To: Riddell, Sandra (POL) 

Cc: 'Fausett, Gary (DPH)'; Putnam, Brian (OSD); Servizio, Paul (DPH) 
Subject: morphine sulfate 

Hi Sandra - 

In advance of our PMT Mtg, because we have a drug case with a suspect 
morphine sulfate tampering at a nursing home - how do you purchase 
morphine standards, if you do...? 

Thanks, 

Jill 

Jill Clemmer 
Laboratory Supervisor 
Environmental Chemistry Laboratory 
Massachusetts DPH 

William A. Hinton State Laboratory Institute 

305 South St., room 309 

Jamaica Plain, MA 02130 

617-983-6657 

617-983-6662 FAX 

website: www.mass.gov/dph 
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